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Actual Method of 
: Comments 


Drawing 
: Tolerance 
Dimension 


0.94 
3 x 0.31 

J0.83 
O0.144 


+/-0.010 

+/-0.010 

+/-0.010 
+0.006/-0.001 


Measured by: Checked by: QC Inspector: 
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